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TR7/TR7A SUPPLEMENT 


The foltowing accessories and modification have been added to 


update your TR? to a TR7A fOr more versatility. 


1) A noiso bianker (NB7) has been Instailed. 
2) A 600 Hz filter (S$L500)) has been instalted in selectivity 
Position ‘A’, 
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Selectivity 'B' has been adapted to provide a bandwidth 

of 9 KHZ tor AM receptian. 

4) A surge protection device has been added to the receive 
antenna input to provide additional protection from static 
discharges from lightning. 

S) The phono jack input at the rear panel tabelled ‘TX' has 

been added to provide transmitter audio input from sources 

other than the microphone, Possible uses iIncluda phons 

Patehes and radtoteletype terminal units. This jack is 

connected tn parallel with pin 1 of the front panel 


microphone jack. 
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Introduction 


1-1. DESCRIPTION. 


The TR-7 is a solid-state, broadband, SSB/CW/AM 
transceiver which embodies several unique state-of- 
the-art design features. Due to its unique design, 
the TR-7 offers excellent sensitivity and selectivity, 
very high dynamic range, digital frequeney readout 
combined with general coverage receive capability, 
and exceptionally high transmitted signal quality 


Front panel pushbuttons allow the operator to 
select. any of four receiver selectivities without 
affecting transmitter operation, Standard band- 
width is 2.3 kHz. and other bandwidths are estab- 
lished using easily installed optional crystal filters. 
In transmit. the standard 2.3 kHz crystal filter is 
automatically selected to insure proper signal 
characteristics 


‘The front panel passband tuning (PBT) control is 
a valuable aid in reducing or eliminating interlering 
signals. The PBT control electronically shifts the 
receiver intermediate frequency (IF), In addition, 
the beat frequency oscillator (BFO) frequency is 
simultaneously shifted, thus maintaining the oper- 
ating frequency to which the receiver is tuned. Since 
the erystal filter passband is fixed, this allows the 
operator to electronically move interfering signals 
out of the receiver passband, providing maximum 
utilization of the excellent selectivity characteristics 
afforded by the eight pole crystal filters. 


A high level double balanced mixer is used as the 
Brst receiver mixer in an up-conversion made. The 
use of this device assures the reduction of both 
front-end overload and intermodulation to a mini- 
mum. Careful attention to filter matching and 
losses in the input circuit keeps the receiver noise 
figure low to insure good sensitivity. 


Phe TR-7 features a high-stability linear permeabil- 
ity tuned VFO and frequency synthesizer for ac- 
curate frequency control, Both analog and digital 
frequency readouts are featured for maximum 
operator convenience and flexibility. The digital 


Vt nos: 


readout circuitry features a store function. This 
function, selected by front panel pushbutton. al- 
lows the operator to store a frequency on the six- 
digit front panel LED display for later reference. In 
addition, two other pushbutton conirols allow the 
TR-7 synthesizer to be stepped up or down in fre- 
quency in 300 kHz increments, thus allowing con- 
tinuous frequency coverage from 1.5 to 30 MHz. 


Transmit operation is automatically inhibited in 
any range not including a legitimate amateur band 
An accessory programming board, the AUX-7, is 
available for out-of-band operation and/or fixed 
frequency operation such as MARS. reception 
from 0 through 1.5 MHz, future amateur bands, 
ete. The digital display can also be used as a 150 
MHz frequency counter, if desired. 


The transmitter section of the TR-7 features a rug- 
ged, solid-state power amplifier section which has 
been designed for continuous duty in the SSB and 
CW modes. For more demanding duty cycles, such 
as SSTV or RTTY. the Model 1529 FA-7 cooling 
fan is available. The transmitter section also fea- 
tures very low harmonic and spurious output, and 
is equipped with automatic high VSWR protection. 


The VOX controls for the TR.7 are located on the 
front panel, and feature separate delay controls for 
CW and SSB. VOX operation can be disabled with 
a front panel pushbutton, 


Other features include a built-in directional watt- 
meter, selectable receiver AGC time constants, 
builtn 25 kHz calibrator, receiver incremental 
tuning (RIT), provision for an accessory noise 
blanker (NB-7), and transceive operation with a 
companion receiver. 


The modular construction of the TR-7 reduces 
service time to a minimum. Each module is de- 
signed to perform a specific function, thus simpli- 
fying any required alignment and troubleshooting. 


Figure 1-1. TR-7H. F. Transceiver 


GENERAL 


Frequency Coverage: 
(With DR-7 Digital 
Readout/General 
Coverage Board) 


Receive: 
Without AUX-7 


With AUX. 


Transmit: 
Without AUX-7 


{Without DR-7 
Digital Readout, 
General Coverage 
Board) 


1.5 to 30 MHz, contin- 
uous. 


Same, plus 0 to 1.8 
MHz at reduced per- 
formance. 

(0 to 1.5 MHz Receive only) 
1.52.0, 3.5-4.0, 7.0- 
7.5. 14.0-14.3, 21.0- 
21.5, 28.0-30.0 MHz. 
Above ranges, plus any 
eight SOOkHz  seg- 
ments between 1.5 and 
30 MHz. 


1.5+2.0, 2.5-3.0 
Receive onl: 
3.54.0, 5.0-5.5 

(Receive only). 
7.0. 


plus 8 additional 500 
kHz ranges with 
AUX.7.* 


NOTE 


Proof of license or other F.C.C. authori- 
zation must be submitted in order to ob- 
tain range modules which allow trans- 
ceive operation outside an amateur band 


Modes of Operation 


*AUX-7 requires use of 
appropriate Range 
Modules. 


USB. LSB. CW. RTTY, 
AME (A-3H) 


Frequency Stability: 


Frequency Readout 
Accuracy: 
Analog: 


Digital: 


SPECIFICATIONS 


Leas than 1 kHz first hour. 
Less than 150 Hz per hour 
after 1 hour warm up. Less 
than 100 Hz + 10% line vol- 
tage change. 


Better than 21 kHz 
when calibrated at the 
neerest marker point 


15 ppm +100 Hz. 


External Counter Mode: 


Maximum Input 
Frequency: 


Input Level Range: 


Power Supply 
Requirements: 


Dimensions: 


Depth 


Width: 
Height 


Weight: 


150 MHz. 
50 mV to 2V°. rms. 


11-16 VDC 113.6 VDC 
nominal!, 3A. receive. 
23A transmit. 


12.5 in. (31.75 emi. 
excluding knobs and 
connectors. 

13.6 in. (34.6 em) 

4.6 in, (11.6 cms, ex- 
cluding feet 


17.9 1b. 77 


12-80. 


| Specifications — page 2 
RECEIVER 


Sensitivity (1.8-30 MHz); 


SSB, CW: Less than 0.5 u¥ for 
(Typically 254V on 10dBS+N 
15m & 10m bands) N 


AM (30% Mod.}: Less than 2.0 uV for 


10dBS+N 


AGC: Less than 4 dB output 
variation for 100 dB 
input signal change, ref- 
erenced to AGC thresh- 
old. 

Selectivity: 2.3 kHz at -6 dB and 
4.1kHz at -60 dB. 
(1.8:1 shape factor). 


Litimate Selectivity: Greater than 100 dB. 


*60 dB Ist. IF rejection from 29-30 MHz. 


Intermodulation: 


(200 kHz or greater spacing) 


Intercept Point: 


Two-tone Dynamic 
Range: 


IF Frequency: 
First IF: 


Second IF: 


Image and IF 
Rejection 


Spurious Response 


Internally Generated 
Spurious: 


Audio Output: 


TRANSMITTER 


Power Input {Nominal}: 


SSB 250 watts PEP. 
cw: 250 watts. 
AME (A-3H? 80 watts (carrier), plus 


upper sideband. 


Load Impedance: 50 ohms, nominal. 


Spurious Output: Greater than 50 dB 


down 


Greater than 43 dB 
down. 


Harmonic Qutput: 


Intermodulation 
Distortion 30 dB below PEP. (24 
dB below one of two 


tones.} 


Carrier Suppression: Greater than 60 4B. 


} Undesired Sideband 
Suppression Greater than 60 dB @ 


1 kHz. 


Duty Cycle: 
SSB, CW, AM: 


Tune, SSTV, RTTY: 
wio FA-7 
Fan: 


with FA-7 
Fan: 


Microphone Input: 
Wattmeter Accuracy: 


VSWR Tumdown 
{Nominal}: 


@1i1: 
@21: 
@3i: 
@4i: 
@ 5:1 and Above: 


+20dBm. 


99 dB. 


48.05 MHz. 
5.645 MHz, 


Greater than 80 dB* 


Greater than 60 dB 
down, 


Less than 1 uV equiv- 
alent, except 3 uV 
equivalent from 5 to 6 
MHz, 


2.0 watts @ less than 
10% THD (4 chm 
load). 


100%, 


33%, 3 minutes trans- 
mit, maximum. 


100%. 
High impedance. 


25% @ 100 watts (50 
ohm load), 
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INTRODUCT:ON 1-4 


1-2, ACCESSORIES, 


The following accessory items provide additional 
operating capability and flexsbility for the TR-7, 
and are available through R. L. Drake Company 


dealers, 


A.C. POWER SUPPLY PS-7, MODEL 1502 


Fixed station operation of the TR-7 requires a 
power supply capable of delivering 13.6 VDC at 25 
amperes. The PS-7 power supply meets this re- 
Guirement, and is packaged in an attractive enclo- 
sure similar 19 the TR-7. It may be placed on the 
operating desk, but is supplied with sufficiently 
long interconnecting cables to allow remote loca- 
tion on the floor. Additionally, the PS-7 offers 
shutdown protection if the current or voltage out- 
puts exceed safe limits. A complete operators’ 
manual, listing specifications and recommended 
operating procedures. is supplied with the unit 


COOLING FAN FA-7, MODEL 1529 


Severe duiy cycle applications of the TR-7 
extended SSIV or RI'TY transmissions require the 
use of extemal cooling air on the power amplifier 
heat sink, The Model 1529 F.A.7 Cooling Fan has 
been imatched to the TR-7 cooling air require. 
ments, and features quiet operation and convenient 
anstallation. Full installation instructions are sup- 
phed with the unit, 
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NOISE BLANKER NB-7, MODEL 1537 


Provision has heen made in the TR-7 for plug-in 
metallauon of the NB-7 Noise Blanker. The NB-7 is 
weful in eiuminating or redueing impulse noise 
(such as ianiven noisey and some other types of in- 
lerference tich as LORAN). Complete operating 


and mstallaion instructions are supplied with the 
A E 


REMOTE VFO R¥-7. MODEL 1338 


The RV-7 Remote VFO offers the operator u hugh 
degree of frequency control Hexwility. The RV-7 
van be selected for transmit. receive or transceive 
frequency control or can be turned off to allow 
transceive frequency contro from the TR-7. For 
added convenience. the TR-7 RIT control is a 
plied to the RV-7 in the receive mode. The RV 
also contains a pushbutton controlled “spot” fune 
tion for easy zero-beat. The unit is housed in an en- 
closure which is styled to match the TR-7. and is 
supplied with complete operating and installation 
instructions. 


AUXILIARY PROGRAM BOARD AU 
MODEL 1536 


The AUX-7 Auxiliary Program Board is a plug-in 
unit which allows the user to program up to § aus- 
iliary 500 kHz frequency ranges for instant selev- 
tion from the front panel of the TR.7. Possible 
applications include MARS operation. WWV recep- 
tion, and zero through 1.5 MHz receive. In addi 
tion, a crystal socket is provided for each of the 
eight auxiliary ranges to allow fixed frequency re- 
ceive and: or transmit within a selected range 


For receive only applications, programming is au- 
complished by using one RRM-7 Range Receive 
Module per hand segment. For transceive oper: 
tion, one RTM-7 Range Transceive Module per 
band segment is required. 


NOTE 
Proof of license or other F.C.C. authori- 
zation must be submitted in order to ob- 
tain RTM-7 Range Transceive Modules. 


The AUN-7 is supplied with complete mstallation 
programming and operating instructions. 


EXTERNAL SPEAKER MS-7, MODEL 1331 


‘The MS.7 External Speaker is intended for use in 
tieu of the speaker built unto the TR-7 in fixed sta- 
ton operation, The unit is housed in an enclesure 
which is styled to match the TR-7 in appearance. 
The impedance of the MS-7 is 4 ohms. and connec. 


tion to the TR-7 is accomplished via a single ping. 


DESK MICROPHONE. MODEL 70° 


the Model 7077 Desk Microphone is designed to 
match the audio characteristics of the TR-7. The 
unit features a convenient desk stand and PTT or 
VOX operation Complete operation and install- 
avion instructions are provided. 


PORTABLE ‘MOBILE MOUNTING KIT MMK-7. 
MODEL 1334 


Provides the necessary brackets, mounting hard. 
Ware and cabling for mobile installation of the 
TR-7. In addition. a new cabinet for the TR-7 is 
supplied which features a built-in carrying handle 
The MMK-7 includes complete installation and 
operating instructions. 


ANTENNA MATCHING NETWORK MN-7. 
MODEL 1538 


Matches long wire and coax ted antennas on all 
bands. 160~ 10 meters. Optional Mode! 1510 Drake 
B-1906 balun allows use of halanced feed-lines and 
or wide impedance range flexibility. The MN-7 han- 
«les 250 watts of input power and features a built-in 
if wattmeter/VSWR bridge. A built-in antenna 
Witch allows the selection of up te 3 antennas from 
the front panel. 
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ACCESSORY CRYSTAL FILTERS 


Several accessory crystal filters are avaitable for the 
TR-7 as follow: 


6dB 60dB 
BAND. BAND- 
MODEL WIDTH WIDTH USE 
7024 
(Drake SL60001 6 kHz 12 kHz. AM 
7026 
(Drake SL4000)  4kHz = 8 kHz AM 
7023 
(Drake SL1800) L& kHz 3.6kHz SSB. RTTY 
7022 
(Drake SL900} 0.5 kz 1.1 kHz cw 
7021 
(Drake SL300) 0.3 KHz 0.7 kH2 cw 


These filters may be easily installed in the TR-7 in 
any combination of three units. Each filter is sup- 
plied with complete installation instructions. 


PS75 POWER SUPPLY, MODEL 1570. 


The PS75 was designed primarily for SSB operation 
at current levels of 15 amperes average and 25 
amperes peak and will provide reliable performance 
on CW atcurrentlevelsof up to LSamperes. Operates 
from 100, 120, 200 or 240 VAC + 10% 50-60 Hz supply 
at 25 amps intermittant and 13.6 VDC regulated at 3 
amps. 


SP75 SPEECH PROCESSOR, MODEL 1553 


The SP75 Speech Processor is designed to provide an 
increase in average power/readability of a single 
sideband voice signal during weak signal, high 
interference conditions. The SP75 is connected 
between the microphone and microphone input of 
the single sideband transmitter, thus requiring no 
modification of the existing transmitter or trans- 
ceiver. A front panel switch allows the processor to 
be switched in or bypassed as conditions warrant. 
Two additional inputs, such as a tape player or 
phone patch, may be front panel selected in place of 
the normal microphone input. 


Insta 


2-1, UNPACKING. 


Carefully remove the TR-7 from the shipping ear- 
ton and examine it for evidence of damage. [f any 
damage is found, immediately contact the trans: 
portation company responsible for delivery of the 
unit or return the unit to the dealer where the unit 
was purchased. Keep the shipping carton and ail 
packing material for the transportation company 
to inspect. The original carton and packing materi- 
al will make it much easier to return the unit, if 
necescary. Inspect the packing material for any ac- 
cessories or printed matter before storing. Locate 
the registration card, fil! out immediately, and re- 
turn to the R. L. Drake Company to insure regis- 
tration and validation of the warranty. 


2-2. LOCATION. 


The lovation of the TR-7 is not critical. However, 
cate should be taken to insure that adequate eiear- 
ance is provided to allow free circulation of air 
around the powet amplifier heat sink. Do not cover 
the vents on top of the cabinet with books, papers, 
or other equipment as overheating may result. 


in addition, if a separate external speaker will not 
be used, be sure to provide clearance around the 
opening on the left-hand side of the cabinet to in- 
sure adequate sound dispersion. 


ation 


2-3. MOBILE INSTALLATION. 


An accessory mobile mounting kit, the MMK-7. is 
available for mobile installation of the TR-7. Che 
MMK.7 contains all necessary hardware and cables 
for mobile operation of the TR-7. and also inviudes 
detailed instructions covering installation and oper 
ation in a mobile or portable environment. The 
MMK-7 also includes an alternator whine fitter and 
power line fuse for mobile applications, 


The following paragraphs cover antenna, power. 
microphone. and speaker requirements for mobite 
installation. 


2-3.1. ANTENNA REQUIREMENTS. 


Install the mobile antenna as recommended by the 
antenna manufacturer. Connect a 50 ohm coaxiat 
cable from the antenna to the SO-239 antenna con- 
nector at the rear of the TR-7. Pay close attention 
to the antenna manufacturer's instructions for tun- 
ing and matching to insure proper operation of the 
TR-7. 


2-3.2. POWER REQUIREMENTS, 


CAUTION 
Operation of the TR-7 with an incorrect 
power source will result in serious dam- 
age and may void the warranty. 


Operating voltage for the TR-7 is 11 to 16 VDC. 
Voltages outside this range may either damage the 
uranscelver or cause improper operation. The nom: 
nal recommended operating voltage is 13.6 VDC at 
a current of 3 amperes in receive and 25 ampetes 
peak in transmit. 


The rear panel power connector (P-404-AB) has a 
mating receptacle (S-404-CCT) which is polarized 
See figure 2-1 for proper connections. and figure 
2-2 for rear panel connector locations. Be sure to 


\ 


Pin No. 


13 
18 


CINCH JONES (or equiv.) 14 


S$~404-CCT 16 
« (Rear View) 


wire the power connector exactly as shown to 
avoid damage to the transceiver. It is recommended 
that #10 stranded wire be used to wire the power 
connector directly to the vehicle battery. and that 
a fuse of circuit breaker rated at 30 amperes be in- 
stalled in the positive supply line close to the 
battery. 


A defective generator or alternator diode may 
cause excessive generator noise or alternator whine 
Defective ignition wiring or components may result 
in an undesirable level of ignition noise in the re- 
ceiver, Reference texts such as the ARRE Hand. 
book provide additional details on treating these 
problems, 


Function 


High current +13.6 Vde 


Low current +13.6 Vdc 
Gnd 
Gad 


Vehicle 
Battery 


Figure 2-1 
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TR-7 Power Connection 
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Figure 2-2. TR-7 Rear Panel 


2.3.3 MICROPHONE REQUIREMENTS. 


Use a microphone with a flat frequency response. 
The microphone should have a cardiod pattern to 
reduce pickup from the back and sides. Connect the 
microphone as shown in figure 2-3. If your micro- 
phone has a high output level, you may find it bene 
ficial to use pin 4 of the microphone connector 
instead of pin 1. See Section 2.4.3 for details. 


"Figure 2 3. TR-7 Micraphone Cannection 


2.3.4. EXTERNAL SPEAKER REQUIREMENTS. 


The TR-7 has a built-in speaker. In high noise en- 
vironments, however. it may be desirable to 
ploy an external speaker located clase to the oper- 
ator. Use of an external speaker automatically dis- 
ables the internal speaker. 


DO NOT connect the TR-T to the speaker of che 
car radio. Install separate + ohm speaker capable 
of handiing at feast 2 watts of audio, See figure 2 
for location of the external speaker Jack. which ae- 
cepts a standard 2vircuit phone plug wired such 
that the tip is ‘hos’ 


ALTERNATE MICROPHONE CONIECTIONS 


{Transceivers above Serial “No. 1400) 


On TR-7 Transceivers with serial numbers above 
1409, the front nanel MIC connector haa been wired to 
accommodate two types of microphones. For use with a 
dynamic microphone, such as the Drake Model 7077, the 
connections should be made as shown in Fiqure 2-3 of 
the TR-7 Operators Manual (the Model 7077 49 wired in 
this manner at the factory). 


For ‘a high outnut, hich impedance crystal or 
ceramic microphone, such as the Astatic “Model D-104, 
microphone audio should be wired to pin 4 of the connec- 
tor instead of pin 1. Pin 4 nresents an input imnedance 
of annroximately 759 K ohms. and is R AB less sensitive 
than the pin 1 input. 


If your oreratina habits are such that you 
‘close talk’ a microrhone, or if vou have a very loud 
speaking voice. you may find it beneficial to rewire 
a dynamic micrephone such as the Model 7077 hy moving 
the audio lead from pin 1 to nin ¢ inside the microphone 
connector. This will eliminate the chances of over- 
driving the TR-7 audio inrut in these instances. 


2.4. FIXED STATION INSTALLATION. 


See figures 24 and 2-5 for various configurations 
of TR-7 fixed station installations. 


Te Antenna 


MST 


Power cable 


PS7 Contro| cabie 


GND 


Speaker cabie 


0. Line 


Figure 2.4. Connecting the PS-7 Power Supply and MS-7 Speaker 


NA REQUIREMENTS, 


The TR-7 is designed for use with antenna systems 
hwing a nominal impedance of 30 ohms. Care 
sbould be exeresed in reduce the VSWR to the 
lawest possilde value for best operation. If che 


VAMC exeeeds 251, the teansmitier output power 


will be reduced in accordance with the table shawn 
in the SPECIFICATIONS section of this manual. 
When using antennas which do not present a low 
VSWR. the use of a matching netwerk sucit as 
those manufactured by the R. L, Drake Company 
is recommended. Additional information on anten- 
nas can be found in reference tests such as the 
ARRL Handbook. 


2.4.2, POWER REQUIREMENTS. 


CAUTION 
Qperation of the TR-7 with an incorrect 
power source will result in serious dam- 
age and may void the warranty. 


Linear Amplifier 


The PS-7 A.C. Power Supply is recommended for 
fixed station operation. It is designed to accommo- 
date all operating requirements presented by the 
TR-7, and provides automatic overvoltage and 
overcurrent protection. See figure 2.4 for intercon: 
nection details. 


For general information regarding power sources 
other than the PS-7, see section 2-3.2 of this 
manual 


Figure 2-5. Connecting the RV-7 Remote VFO and a Linear Amplifier 


24.3. MICROPHONE REQUIREMENTS 


The R. L. Drake Model 7077 Desk Microphone is 
tecommended for use in fixed station applications 
The unit is supplied wired with a mating connector 
for the TR-7 

‘The front panel MIC connector has been wired to 
accommodate two types of microphones. For use 


with a low output dynamic microphone the connec- 
tions should be made as shown in figure 2-3 of this. 
manual. For a high output, high impedance crystal 
or ceramic microphone, such as the Astatic Model 
‘D-104, the microphone audio should be wired to pin 4 
of the connector instead of pin 1, Pin 4 presents an 
input impedance of approximately 730 K ohms, and 
is § dB less sensitive than the pin 1 input. 


INSTALLAL 


2.4.4. ENTERNAL SPEAKER REQUIREMENTS. 


The TH-7 contains a built-in speaker: however, this 
speaker is lovated on the left-hand side of the 
rauzo. In many installations where the TR-7 is 
placed direvtiy alongside other equipment, che 
nuilt-in speaker output wili be blocked. In these 
mstances, an extemal speaker is recommended 
The Ms-7 Matching Speaker is designed for this 
appheation. See figure 2-2 for location of the ex: 
quenal speaker jack. 


If a sheaker other than the MS-7 is used. he sure 
that it is a ohm speaker. vapable of handling ai 
Imag 2 watts of audio. The internal TR-7 speaker is 
automatically disabied when an extemal speaker is 
connected. 


STANDARD 


OPTIONAL 


2.4.5. VIEWING ANGLE. 


Refer to figure 2.6 for illustrations of viewing angle 
options. In order to change mounting feet, remove 
the bottom cover by removing the ten screws 
around the edge of the cover. Carefully slide the 
cover off toward the back of the TR-7. Reinstall 
the cover by reversing this process 


CAUTION 

Be sure that all power is removed before 
attempting any disassembly of the TR-7 
Potentially jethal voltages are exposed 
when the covers are removed. It is sug- 
gested that all accessories be unplugged 
from the TR-7 before attempting to re- 
mave the covers. 


STUO 10x 24x 5/8 LONG 
SUPPLIED WITH UNIT 


Figure 2.6. Viewing Angie Options 
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3-1. FRONT PANEL CONTROLS 
AND CONNECTIONS. 


The following paragrapas describe all front panel 
controls and connections. Refer to figure 3-1 for 
the location of individual controls. 


METER — Indicates relative level of received 
signals in receive mode. Indicates forward or 
reilecied power output in Lrunsmit mode, 
TR-7 ‘S' meter readings may not 
agree with other receivers due to dif- 
ferences in overall gain distribution. 
Such discrepancies are not indicative 
of relative sensit 


STATUS INDICATORS — 

1, Fixed - Indicates fixed transmit and/or 
receive mode has been selected. 

bet Band — Indicates the need Lo set the 
bandswitch to the proper range when using 
AUX-T aveessory 

RIT — Indicates that RIT is enabled. 

PBI — Indicates that the front panel PBT 
control has control of passband positioning 
on receive. regardless of position of MODE 
switch, 

REF-PWD SWITCH — Controls the meter 
function in transmit mode. With switch out, 
meter will read forward power. When switch 
is depressed, meter indicates reflected power. 


rw 


NOTE: TR-7 wattmeter readings may 
not agree precisely with other high quali- 
ty equipment due to slight non-lineari- 
ties inherent in the TR-7 meter. 


PTT VOX SWITCH — When switeh is out, 
VOX is enabled. Depressing the switch dis- 
ables the VOX circuitry, leaving PPT enabied. 


FS SWITCH — Selects receiver AGC time 
constants. When switch is out, a slow decay 
time is selected. Depressing the switvh selects 
a fast decay time, Additional AGC ume con- 
stant tailoring is accomplished by the MODE 
switch, V, 


F. & G. FIXED.VFO SWITCHES — Determine 


the source of frequency vontrol for the TR-7 
when the optional AUX-7 is installed and 
crystals are used for frequency control. De- 
Pressing the switches selects transmit or re- 
ceive crystal control as labelled. In the out 


Position, the transceiver reverts to VFO 
control. 


NOTE: If crystals are not installed, or 
the AUX-7 is not installed. these switch- 
es must be in the out position for proper 
‘'PR-7 operation, 


PBT SWITCH — Selects the front panel reveiv- 
er passband tuning control in the depressed 
position. In the out position, the transceiver 
passband tuning is internally controlled in 
conjunction with the MODE switch. 


1& J NOTE: Neither UP or DOWN frequency con- 


trol is enabled until after a preset 

delay time of 15-20 seconds each time 

power is initiated to the radio. 
UP CONTROL — Each time this momentary 
contact pushbutton is depressed, the TR-7 
operating frequency will increase 500:kHz. 
This action will continue until the upper limit 
of the selected band range (yellow numbers 
on BAND switch, Z) is reached, at which 
point the bandswitch must be reset to allow 
further increase. Transmission is automati- 
cally inhibited in any 500 kHa range which 
does not contain a legitimate amateur band or 
whith has not been programmed for transmit 
by the optional AUX-7. 
DOWN CONTROL — Operation is exactly the 
same as the UP control {1.), except that the 
operating frequency is decreased S00 kHz for 
each switch actuation 


STORE CONTROL —When depressed, this 
control will store the current operating fre- 
quency on the six digit display. Control of 
the operating frequency remains variable. and 
the analog dial must be used. This feature is 
useful as a ‘scratch pad" for remembering net 
frequencies, DX stations, ew 


FREQUENCY READOUT — Presents a digit 
al display of operating frequency to the near- 
est 100Hz when the rear panel counter 
switch is in the NORM position. When the 
rear panel switch is in the EXT position. the 
display reads the frequency (250 MHz masi- 
mum) of a signal source connected to the rear 
panel COUNTER jack. For frequencies over 
100 MHz. the hundred MHz digit is implied: 
ie: 146.9400 MHz will be displayed as 
46940.0 
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Operation 


Figure 3-1. Front Pane! Controls and Connections 


VOX CONTROLS — Four VOX controls are 
provided on the front panel as follows; 

1. VOX GAIN — Adjusts the gain of the VOX 
amplifier when the PTT/VOX switch is in 
the out position (VOX operational). 

ANTI GAIN — Adjusts the gain of the AN- 
TIVOX amplifier when the PTT/VOX 
switch is in the out position (VOX opera- 
tional). 

. VOX DELAY — Adjusts the VOX release 
time in the SSB and AM modes. Release 
time is variable from 0 to 3 seconds. 

CW DELAY — Adjusts the CW Delay re- 
lease time in the CW mode. Release time is 
variable from 0 to 3 seconds. 


a 


ey 
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R. F. GAIN ~ Controls the R. F. gain of the 
receiver, Normally used in the fully clockwise 
position for maximum gain. 

AF GAIN — Controls the receiver audio gain. 
Tum fully counterclockwise to turn off the 
TR-7. 

ALC INDICATOR —This green LED indi- 
cates that the transmitter ALC is controlling 
the output power. It is used to set up proper 
audio gain and carrier levels in the transmit 
mode. 

CARRIER CONTROL -- Sets the carrier level 
in the CW and AM modes. Clockwise rotation 
increases the carrier level. It is deactivated in 
the SSB and RTTY modes. 

MIC. GAIN — Adjusts the microphone gain in 
AM and SSB. Does not affect VOX settings. 
TUNING DIAL — Adjusts frequency of trans- 
ceiver. See section 3-3 of this manual for de- 
tailed description of dial readings, 

PBT CONTROL — Shifts the receiver IF and 
BFO together, thus maintaining a constant 
receiver operating frequency. Since the crystal 
filter passband is fixed, this control can be 
used io position interfering signals outside the 
receiver passband. When using accessory crys- 
tal filters, it may be desirable to use this con- 
trol to reposition the receiver passband for 
the most pleasing receiver audio response. 
RITCONTROL — When the RIT switch (EE) 
is depressed, this control allows the receiver 
frequency to be varied over a nominal +3 kHz 
range without affecting the transmit 
frequency. 


MODE SWITCH — Selects the desired mode 
of operation. 


AUX PROGRAM SWITCH —Selects the de- 
sired auxiliary 500 kHz range and/or fixed 
frequency crystal when the AUX-7 accessory 
is installed. 


NOTE: This contro! should remain in 
the NORM position if the AUX-7 is not 
installed. 


n (HEADPHONES) — Provides a connec- 
tion for headphones. Internal or external 
speaker is muted when this jack is used * 


MIC. JACK — Provides a connection for mi- 
crophone or other transmitter audio source. 


BAND SWITCH — Selects the desired band of 
operation, The yellow numbers within the 
yellow bracket indicate the total range which 
can be cavered in any given bandswitch posi- 
tion. The white numerals in the center of the 
brackets indicate the lowest frequency of the 
500 kHz range which is automatically selected 
when the bandswitch is turned to this posi- 
tion. Other 500 kHz ranges are selected using 
the UP and DOWN pushbuttons (I & J). 


AA. CAL SWITCH ~ Enables the built-in 25 kHz 


calibrator, Due to the nature of the calibrator 
signal, it is norma! to experience some receiv- 
er intermodulation and spurious response 
when the calibrator is enabled. 


BB. NB SWITCH — Enables the optional NB-7 


noise blanker. 


CC. BW SWITCHES -- Select one of four crystal 


filters when the optional filters are installed as 
follows: 


Switch A Switch B Filter Selected 
Out Out 2.3 kHz (Standard) 
In Out A 
Out In B 
In In c 


NOTE: The receiver wil! be inoperative 
in any BW position which does not have 
a filter. 


DD. RCT SWITCH — Selects a remote transmitter 


frequency control source. Normally left in the 
out position. 


EE. RIT SWITCH — Enables the front panel RIT 


control. 


‘#1! Sow impedance headphones are used, a 100.ohm resistor should be installed in series with the phones, 
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3-2. REAR PANEL CONTROLS 
AND CONNECTIONS. 


FAN -120 VAC outlet for use with Model 
1529 FA-7 Fan accessory, Switched by front 
panel on/off switch when using the PS-7 AC 
Supply. 

COUNTER FUNCTION — Switch selects be- 
tween normal and external modes. External 
mode converts the display to a 150 MHz fre- 
quency counter, Apply the signal to be meas- 
ured to the indicated jack. Counter sensitivity 
is 50mV, and maximum input is 2V. This 
feature is useful for accurately setting the fre- 
quency of two-meter crystal controlled radios, 


AUDIO JACK - Connected to the top of the 
AF GAIN control. As such, this jack can be 
used for audio input to the receiver audio am- 
plifier or audio output to accessories such as 
tape recorders or RTTY terminal units, Out- 
put level is nominally 0.1 volt at high imped- 
ance. 


EXTERNAL ANTENNA ~ This jack is nor- 
mally internally jumpered to the EXTERNAL 
RECEIVER jack. If a separate receiver anten- 
na is desired, it should be connected to this 
jack and the internal jumper should be re- 
moved. Reverse this process to restore normal 
operation. 


EXTERNAL RECEIVER — This jack is nor- 
mally internally jumpered to the EXTERNAL 
ANTENNA jack. [f a separate receiver is used 
with the TR-7, the separate receiver antenna 
terminals should be connected to this jack 
and the internal jumper removed. Due to the 
transmit/receive switching configuration nec- 
essary for proper operation of the TR-7, the 
EXTERNAL RECEIVER jack connects to the 
main antenna through the low-pass filter mod- 
ule (see figure 4-1), Because of this require- 
ment, the operating frequency of the external 
receiver must be below the upper end of the 
operating range indicated in yellow numbers 
on the TR-7 bandswitch. 


Reconnect the internal jumper to restore the 
‘TR-T receiver to normal operation. 


An external receiver may be muted during 
transmit by connecting the receiver mute line 
to pin LL of the ACCESSORIES connector. 
Note that this line is grounded in receive and 
open in transmit: check to be sure that the 
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receiver in use is compatible with such a con- 
nection. All receivers manufactured by the 
R. L. Drake Company can utilize this muting 
connection 


KEY —Connection for key or keyer for CW 
use. Keyer should be capable of handling a 
positive keyline voltage of 10 VDC @1ma. 
Keyers designed for grid-block keying (nega- 
tive voltage) will not provide proper opera. 
tion. Plug should be wired so that the insulat- 
ed tip is positive and the sleeve is ground. 
EXTERNAL SPEAKER — Connection for an 
external 4 ohm speaker rated at 2 watts or 
more, such as the MS-7. Internal speaker is 
automatically muted when extemal speaker is 
connected. Plug should be wired so tip is 
“hos.’ 

ANTENNA — Accepts standard PL-259 coax 
fitting for connection of main antenna to the 
TR-7, 

POWER INPUT — Mates with a S-404-CCT 
socket. See figure 2-1 for power connections, 


PS-7 CONTROL — Mates with a $-310-CCT 
socket. VOX relay and linear amplifier ALC 
signals are available at this connector for use 
with accessories. When using the TR-7 with a 
PS-7, these signals are available on the rear of 
the PS-7, 

ACCESSORIES — Mates with a P-312-CCT 
plug. This connector provides for a wide range 
of accessory interconnections. 

RV-7 — Mates with a P.308-CCT plug. Pro- 
vides all power, signal and contro! lines for 
the RV-7 Remote VFO. 

GROUND -Connect to a good earth or 
water pipe ground to insure proper operation 
of the TR-7 
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3-3. VFO DIAL. 


This dia! consists of two concentric discs, which ro- 
tate at different speeds, and the skirt on the main 
tuning knob. Zere to 100 kHz in 5 kHz increments 
is indicated on one dise and hundreds of kHz on 
the other. The knob skirt is calibrated in one kHz 
increments. The operating frequency is the sum of 
the frequencies indicated by the BAND switch and 
the VFO dial. 


The VFO dial is illustrated in figure 3-3. In this il- 
Justration, the dial is read as follows: 


100 kHz dial -200 MHz 
+ 5SkHz dial .070 MHz 
+ Knob skirt .002 MHz 

.272 MHz 


Therefore, adding 0.272 MHz to the BAND setting 
will result in the operating frequency of the TR-7. 


The dial may be calibrated over a short range by 
the following procedure: 


A. Depress the CAL switch (calibrator on). 

B. Rotate the tuning knob to the nearest 25 kHz 
increment (0. 25, 50, or 75). 

C. Hold the knob skirt stationary and rotate the 
knob until the calibrator signal is zero beat. 


BD. Turn off the calibrator, 


3-4, GENERAL OPERATIONAL 
INFORMATION. 


Because of the broadband design of the TR-7, 
There is no ‘tune-up’ required. It is desirable, how. 
ever, that the toad presented hy the antenna be be- 
tween 25 and 100 chms (2:1 VSWR or less). If this 
is not the case, an antenna tuner can be used to 
provide the proper match. 


Jn order to provide a carrier output to check 
VSWR or to adjust an antenna tuner, preset the 
front panel vontrols as follows: 


MODE cw 

B. AND: On Desired Range 

BBs | Set to Desired Frequency 
CARRIER: 


o Fully Counterelockwise 
CW DELAY: Fully Counterclockwise 
AF GAIN; Power On 

REF FWD SWITCH: Outi FWD} 


Plug a key into the rear panel key jack. Close the 
key and increase the carrier control to get a full 
scale deflection on the VSWR meter of the antenna 
tuner or wattmeter. If an external meter is not 
available, set the carrier control for 10-20 watts 
output on the TR-7 meter. Follow the manufac- 
turers instructions for adjusting the antenna tuner 


Figure 3-3. Main Tuning Diat 


for minimim VSWR. Again, if an external meter is 
not available, depress the REF/FWD switch to read 
reflected power on the TR-7 meter. Be sure to ob- 
serve the 5 minute maximum key-down time to 
avoid overheating the TR-7 power amplifier, 


Once the antenna or tuner has been adjusted at re- 
duced power, increase the carrier level until the 
green ALC light comes on, Proceed to optimize an- 
tenna and/or tuner adjustments, again observing 
maximum key-down limitations. 


If a key ts not available for these adjustments, a 
shorted plug may be inserted in the key jack. If 
this is done, the TR-7 can be switched from trans- 


mit to receive by switching the mode switch from 
CW to any other mode 


The ALC system in the TR-7 is operative in all 
modes, and senses both forward and reflected 
power. As antenna line VSWR increases, the ALC 
will decrease the power input to the power ampli- 
filer to protect the output transistors. Thus, with. 
high WR, the ALC indicator will light at lower 
power outputs. indicating that this circuit is 
working 


Transmission is inhibited if the TR-7 is not tuned 
to the correct band or the synthesizer becomes un- 
locked. In the event that the radio will not trans- 
mit, check to he sure that the frequency is correct, 
that the FIXED and RCT switches are in the out 
position. and that the AUX PROGRAM switch is 
in the correct position. 


The PBT iPassband Tuning) control may be ad- 
justed to emphasize low or high frequencies on a 
received signal, The adjustment of this control is 
largely one of operator preference, and the setting 
should be the one which produces the most pleasing 
audiu response or minimum interference. When ac- 
cessory crystal filters are in use, the PBT control 
can he uscd to place the receiver passband in the 
most advantageous position for interference rejec- 
tion. Note that the setting of the PBT control has 
no effeet on transmitter operation, since the trans- 
miter passhand is automatically selected by the 
MODE switch. 


3-5. SSB OPERATION. 


In the following discussion, it is assumed that the 
TR-7 has been matched to the antenna on the de- 
sired band as described in paragraph 3-4. 


For single sideband operation of the TR-7, preset 
the front panel controls as follows: 


On Desired Sideband 

On Desired Range 

Set to Desired Frequency 
Fully Counterelockwise 
Fully Clockwise 

Fully Counterclockwise 
ido not turn off power 


REGAIN: 
AF GAIN: 


VOX GAIN 
ANTL-VO: 
VOX DELAY: 
VOX/PTT SWITCH: 


Fully Counterelockwise 
Fully Counterclockwise 
Fully Counterciockwise 
Out (VOX) 


While speaking into the microphone in a normal 
voice, increase the VOX gain contro] until the 
TR-7 relay pulls in reliably with speech. Increase 
the VOX delay control for the desired drop out 
time. Increase the AF GAIN contro! until received 
signals are of the desired level. This may cause the 
transceiver to cycle back and forth between trans- 
mit and receive. Adjust the ANTEVOX control un- 
til the cycling stops. The use of a microphone with 
a directional pick-up pattern will help to reduce 
undesired VOX tripping. 


Again, speak into the microphone in a normal 
voice and increase the MIC GAIN control until the 
green ALC indicator comes on, Additional increase 
of the MIC GAIN control will not increase power 
output, and may result in distortion of the trans- 
mitted signal. If VOX operation is not desired, de- 
press the VOX/PTT switch and use the PTT switch 
on the microphone for transmit/receive control. 


On SSB, the TR-7 transmits on exactly the same 
frequency on which it receives (RIT off). There- 
fore, be sure that you have the signals tuned in so 
that voices sound normal before transmitting. 
Otherwise, you will not be transmitting exactly on 
frequency, Once contact has been established, the 
RIT contrel can be enabled and used for minor re- 
ceive frequency corrections. The digital readout 
will show the operating frequency on both receive 
and transmit. thus indicating when reception and 
transmission are on different frequencies, 


3-6. CW OPERATION. 


To operate CW, connect a key to the KEY jack. If 
an electronic keyer is used, connect it for cathade 
keying: ie., a positive keyline voltage. Wire the 
keyer plug so that the tip of the plug is “hot.” Leave 
the key in the open condition. The TR-7 uses 
shifted carrier CW. With this system. it is possible 
to transmit on the received statian’s frequency 
without being zero beat while receiving. The trans- 
mit frequency is shifted from the receive frequency 
by approximately 800 Hz. The frequency display 
reads the correct frequency of a receive signal 
when the signal is tuned for zero beat. 
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To receive CW signals, place the MODE switch in 
the CW position. Tune in a CW signal for an audio 
pitch of about 800 Hz and adjust the AF GAIN con- 
trol for a comfortable listening level. If PBT control 
is in use, it must be positioned in the USB area for 
on frequency transceive operation. 

To transmit, close the key and adjust the CAR- 
RIER control until the green ALC indicator comes 
on. Increasing the CARRIER control further will 
not increase power output, and may result in un- 
desirable keying characteristics. The CW sidetone 
level is adjustable with the front panel AF GAIN 
control. 

The TR-7 uses automatic transmit/receive switch- 
ing. This means that it will automatically transmit 
when the key is depressed and retum to the receive 
condition when the key is released. The delay time 
from transmit to receive is adjustable with the 
front panel CW DELAY control. At minimum de- 
lay, the TR-7 allows break-in operation between 
words at keying speeds up to 20 wpm. Maximum 
delay is approximately 3 seconds. 


Manual transmit/receive switching in the CW mode 
can be accomplished by connecting an external 
switch to the push-to-talk circuit of the MIC jack 
or to pin 10 of the rear panel ACCESSORIES 
connector. 


3:7. AM OPERATION. 


For AM operation, place the MODE switch in the 
AM position. Tune in AM signals for most pleasing 
audio. This will not necessarily coincide with maxi- 
mum S-meter reading, particularly when using crys- 
tal filters narrower than the accessory 6 kHz filter, 
To transmit, depress the microphone push-to-talk 
switch and adjust the CARRIER control for a for- 
ward wattmeter reading of 1/3 the output available 
in the CW mode. For example, if the maximum 
available output in CW is 150 watts, the CARRIER 
control should be set for 50 watts output in the 
AM mode. After setting the carrier level. increase 
the MIC GAIN while speaking into the micro- 
phone. The MIC GAIN should be set at the point 
where normal speech causes the green ALC indica- 
tor to be on. Additional increase in the MIC GAIN 
setting will result in distortion, so care should be 
penta ete: this adjustment. Also. excessive 

ettings will resu!t in a low percentage 
of modulation due to the ALC action of the TR-7, 
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Note that the TR-7 operates in A-3H in AM trans. 
mit. This means that only one sideband (the upper! 
is transmitted with the carrier. This system is fully 
compatible with all AM receivers. but SSB receivers 
must be used on USB to properly detect the TR-7 
AM transmit signal. 


3-8. RTTY OPERATION, 


For RTTY operation, place the MODE switch in 
the RTTY position. The transceiver passband is 
automatically set to LSB for standard mark-space 
tones of 2125 and 2295 Hz (narrow shift) and 
2125 and 2975 Hz (wide shift) in the RTTY mode. 
Receive audio for the terminal unit can be taken 
from the external speaker jack or the rear panel 
AUDIO connector. If the AUDIO connector is 
used, care must be taken to provide a high imped- 
ance load capable of operation with a 0.1 volt 
signal. 


In transmit, an AFSK signal should be connected 
to the MIC connector, and the push-to-talk line 
used to key the transceiver. The VOX circuitry is 
disabled in the RTTY mode. Adjust the gain con- 
trols as described for SSB operation. Care should 
be taken to observe the maximum transmission 
time (5 minutes) limit, The model 1529 FA-7 fan 
accessory is reeommended if long RTTY transmis- 
sions are contemplated. 


3-9. OPERATION NEAR BAND EDGES. 


When operating near the edge of an amateur hand, 
be sure that the entire transmitted signal is within 
the band, On SSB, be sure to use the sideband that. 
will be away from the band edge. On CW. the 
transmitted carrier will be approximately 800 Hz 
higher than the indicated dial frequency when the 
received signal is tuned for zero beat. On AM. the 
transmitted signal will be as wide as the highest 
modulating frequency (approximately 3 kHz). The 
RTTY mode places the mark-space tones on the 
lower side of the carrier (dial) frequency 


3-10. OPERATION WITH A LINEAR 
AMPLIFIER. 


The TR-7 has sufficient output power to drive 
most linear amplifiers, However. since the TR-7 is 


rated at 250 watts PEP input, it is doubtful that it 
would be worthwhile to use a linear amplifier with 
4 power input rating of less than 1000 to 2000 
watts PEP. A triode type grounded grid linear am- 
phifier will present a satisfactory load to the TR-7. 
See figure 2-5 for typical interconnections. 


Ii the linear amplifier is of the grounded cathode 
type with high impedance and,or high sensitivity 
input, it will be necessary to install a resistive pad 
between the TR-7 and the amplifier mput that will 
present a 50 ohm load impedance to the TR-7. 
Such a pad must have adequate power handling 
capability. 


Operation in the various modes is exactly as de- 
scribed in previous sections, Follow the instructions 
provided with the amplifier for tune-up. Care should 
he taken to avoid overdriving the linear amplifier. 
If the amplifier has an ALC output, it can he con- 
nected to the ALC input on the PS-7 rear panel to 
prevent overdrive, provided that the amplifier in use 
penerates @ negative ALC voltage. 


The amplifier relay control line should be plugged 
into the indigated connector on the PS-7. Be sure 
to observe polarity when connecting the linear am- 
plifer relay control line. Note that one side of this 
line is ground: if the linear in use requires an iso- 
lated set of relay contacts, a separate relay will be 
required. 


NOTE 
Be sure that your amplifier presents a 50 ohm char- 
acteristic in the standby or bypass mode to avoid 
activating the VSWR protection circuitry in the 
TR-7 when operating low power. 


3-11, RECEPTION BELOW 1.5 MHz. 


The optional AUX-7 Program Board will allow re- 
ception over the 0-1.8 MHz range when program: 
med with RRM-7 Range Receive Modules. Since 
the filters in the antenna input of the TR-7 cut off 
below 1.3 MHz. the rear panel ANTENNA cor- 
nector will not provide satisfactory operation in 
this range. 


A separate VLF antenna input is provided on the 
rear panel ACCESSORIES connector for reception 
below 1.3 MHz (See figure 3-21. This input bypass- 
es the built-in antenna line filters. A long wire or 
similar antenna connected to this input will pro- 
vide satisfactory operation in this range. although 
receiver sensitivity will be somewhat degraded 


CAUTION 
Any antenna connected to the VLF an- 
tenna input of the TR-7 must be re- 
moved before attempting to transmit. In 
addition, an antenna connected to the 
VLF input will degrade receiver per- 
formance above 1.5 MHz. 
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Theory of Operation 


The theory of operation of the TR-7 is discussed in 
the following paragraphs. Refer to figure 4-1, TR-7 
Block Diagram, (oldout from pg, 4-5), for aid in fol- 
lowing this discussion. The discussion is divided into 
three sections (receiver, transmitter, and frequency 


control) for clarity. 


41, RECEIVER SECTION. 


Incoming signals from the antenna pass through a 
bandswitched low-pass filter module, the transmit 
receive antenna switching, and a bandswitched 
high-pass filter module, These filters create an in- 
put bandpass filter. the limits of which are defined 
by the yellow numerals on the front panel BAND 
switch. A separate receiver and/or receive antenna 
can be connected in this path by removing the 
jamper between the EXT RCVR and EXT ANT 
jacks on the rear panel and making the appropriate 
connections. 


The cutput of the high-pass filter is connected to 
te Snput of the Up-Converter module, along with 
tae VLF antenna input and the 25 kHz calibrator 
output. The VLF antenna is connected through a 
20.4B attenuator due to the fact that the input an- 
tenna filters are bypassed by this input. Signals at 
the input of the Up-Converter module are mixed 
with the output of the synthesizer VCO to create a 
45.03 MHz intermediate frequency (IF) signal. 
Conversion is accomplished by a high-level, double 
balanced mixer to provide a very wide dynamic 
range, The output of this mixer is amplified by a 
low-nuise, high dynamic range junction FET ampli- 
fier to insure adequate receiver sensitivity. This 
stage is followed by a four-pole monolithic 48.05 
MHz crystat filter. The purpose of this filter is to 
attenuate signals removed more than <4 kHz from 
48.05 MHz, thus protecting the remaining stages of 
the receiver from strong interfering signals, In this 
manner, optimum receiver dynamic range is pre- 
served while providing excellent sensitivity. 


‘The output of the Up-Converter module is routed 
1o the input of the 2nd mixer module. This module 
provides additional Rain at the 48.05 MHz ist IF 
frequency and converts this signal to the 5.645 
MHz 2nd IF frequency, Automatic gain control 


(AGC) voltage is applied to the Ist IF amptifier to 
supplement the control range supplied by later 
stages 

The 5.645 MHz signal from the 2nd mixer module 
is routed through the Noise Blanker module to the 
IF Selectivity module. When installed, the acessory 
NB-7 Noise Blanker acts on noise pulses prior to 
the IF crystal filters to prevent ringing in these fil- 
ters from stretching the pulses, Maximum noise 
blanker effectiveness is thus assured. If the acces- 
sory NB-7 is not installed, the 2nd IF signal is 
passed through a jumper board in the same loca- 
tion for interconnection, 


The IF Selectivity module contains provisions for 
3 accessory crystal filters in addition to the stand- 
ard 2.3 kHz filter. These filters determine the over- 
all bandwidth of the receiver, and are selected by 
PIN diode switching controlled from the trans- 
ceiver front panel. Careful attention has been given 
to the switching circuit design and physical layout 
of this module to minimize stray coupling paths 
which would degrade the ultimate selectivity of the 
receiver. The vesult is extremely high rejection of 
unwanted off-channel signals 


Following the IF Selectivity module, the 5.645 
MHz signal is routed to the 2nd IF module. This 
module amplifies the 3.645 MHz signal and demod- 
ulates it using an AM or produc: detector, depend- 
ing on mode, The demodulated signal is then am- 
plified to a level sufficient to drive a speaker by an 
integrated circuit audio amplifier. AGC voltage. 
developed prior to demodulation, is used to con- 
trol the gain of the LF stages. The same AGC signal 
is used to drive the S-meter circuit to provide signal 
sttength indication. AGC decay time constants are 
selected by the MODE switch and front panel F.S 
switch, 


4-2. TRANSMITTER SECTION. 


In the transmit mode, audio signals from the MIC 
jack are applied to the Transmit Exciter module. 
where they are amplified and used to drive the bal- 
anced modulator and VOX circuits. The VOX sec. 
tion automatically controls the transmit/receive 
switehing in the AM and SSB modes. A push-to- 
talk (PTT) input js also provided for manual 
control 


The 5.645 MHz doubie sideband output of the bal- 
anced niodulator is routed through the Noise 
Blanker module to the IF Selectivity module. The 
signal is passed straight through the noise blanker 
far interconnection purposes only. The JF selectiv- 
ity moduie rejects the undesired sideband, using 
the 2.3 kHz crystal filter. This 1s accomplished by 
correct positioning of the double sideband signal 
relative to the crystal filter. 


The 5.645 MHz single sideband signal from the IF 
Selectivity module is connected to a summing am- 
plifier on the 2nd [F module. In the SSB and 
RTTY modes. the signal is passed through to a vari- 
able attenuator, In the AM mode. the signal is sum- 
med with the BFO signal to create an AM signal be- 
fore being passed to the variable attenuator. In the 
CW mode. the balanced modulator is disabled, and 
25.6458 MHz crystal oscillator is keyed to create 
an offset CW signal for application to the variable 
attenuator. 


The variable attenuator consists of a PIN diode 
which is controlled by the ALC circuitry. The out- 
puts of the forward and reflected wattmeter and 
the CARRIER control are connected to the ALC 
module. These signals are summed to create a con- 
trolling signal for tne attenuator. thus controlling 
the transmitter drive level. VSWR protection Is ac- 
complished in this manner. as well as providing 
gain contro! to prevent flat topping and overdrive. 


The 5.645 MHz transmit 1F signal developed in the 
2nd IF module is connected to the 2nd mixer mod- 
ule. The signal is converted to 48.05 MHz and am- 
plified, then routed to the Up-Converter module. 


In the Up-Converter module, the transmit signal is 
filtered by the 4pole 48.05 MHz crystal filter to 
remove any spurious content, amplified, and con- 
verted to the operating frequency by mixing it 
with the output of the synthesizer VCO. 


The output of the Up-Converter module is filtered 
by the high-pass filter module, and routed through 
the transmir/receive switching to the Power Amp!i- 
fier module, where it is amplified to the final out 
put level. The signal is then routed by the transmit 
receive switching to the low-pass filter module to 
attenute the harmonics developed in the power am- 
plifier. The transmit signal then passes through the 
wattmeter to the antenna jack, 


4.3. FREQUENCY CONTROL. 


The TR-7 features synthesizer contro} of the oper- 
ating frequency. This allows the transveiver to 
cover a wide frequency range without the use of 
range crystals or other frequency determining 
circuits 


The reference for the synthesizer is generated by a 
4G MHz erystal osvillator on the PBT/Reference 
Oscillaior module. The cutput of this oscillator is 


divided by 89 to produce 500 kHz. These two sige 
nals (40 MHz and 500 kHz) are routed to the sya 
thesizer modules, which are described later in this 
section. When the CAL switch is depressed. the 
500 kHz signal is divided by 20 to produce a 25 
kHz signal which is rich in harmonics, This signal is 
copnected to the input of the Up-Converter mod- 
ule. and produces calibration marker signals at 25 
kHz intervals. 


43 


The passband tuning controls are connected to a 
13.685 MHz voltage-controlled crystal oscillator 
(VCXO) through a switching circuit. Control of 
this oscillator is thus switched between the front 
pane! PBT contro! and the internal controls which 
are selected by the MODE switch. Although this 
oscillator is crystal controlled. it is designed to al- 
jow the frequency to be moved over a limited 
range (approximately 3 kHz) centered on 13.695 
MHz, This signal is then mixed with the 40 MHz 
crystal oscillator signal to produce 53.695 MHz, 
and with an 8.05 MHz crystal osciliator to produce 
3.645 MHz. 


The 53.695 MHz signal is used for injection to the 
2nd mixer module, where it converts the 48.05 
MHz IF signa) to 5.645 MHz. The 5.645 MHz sig- 
nal is used as a BFO signal for the generation and 
demodulation of SSB. CW, and RITY signals. 
Since the 13.695 MHz oscillator is used to generate 
both signals, it can be moved in frequency without 
changing the receiver operating frequency. There- 
fore, as the BFO frequency is changed (by chang- 
ng the PBT control voltage}, the 53.695 MHz in- 
jection signal is changed by an equal amount. This 
atlows the 2nd IF to be positioned anywhere with- 
in a +3 kHz range with respect to the crystal filter 
passoand while the receiver remains tuned to the 
incoming signal. This technique provides the pass- 
band tuning feature in addition to sideband 
selection. 


Injection for the Up-Converter module is supplied 
by the VCO module. This module includes a volt- 
age-controlled oscillator {VCO) which operates 
over the range of 48.05 MHz to 78.05 MHz. When 
mixed with the 0-30 MHz incoming signals, the re- 
sult is the 48.03 MHz IF frequency. The VCO is 
tuned by a filtered control voltage derived from a 
phase detector which compares the frequency and 
phase of the 500 kHz reference from the PBT! 
Reference Oscillator module and a 600 kHz signa) 
from the Translator module. 


The Translator module combines the 40 MHz refer- 
ence signal and the 5.05-5.55 MHz output of the 
permeability-tuned oscillator (PTO) which ig co! 
trolled by the main tuning dial. The resulting 15.03- 
45.53 MH? signal is filtered and mixed with che 
VCO signal to produce a 3.0-33.0 MHz signal, de- 
Pending on operating frequency. This signal is fil- 
tered, amplified, and applied to a programmable 
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divider (+ N) which is programmed hy the Digital 
Controi module. The output of the +N is exactly 
500 kHz when the VCO is tuned to the correct fre- 
quency, thus satisfying the phase detector and 
locking the synthesizer loop 


The Digita! Control module generates programming 
information for the +N by processing information 
from both the BAND switch and the frequency 
programmer on the DR-7 display module. The 
BAND switch information generates the proper 
load number for the frequency range indi 
cated by the white bandswitch numerals. The DR-7 
frequency programmer is then used to increment 
this load number UP or DOWN by the desired 
amount. 


The following example will heip to illustrate the 
operation of the synthesizer: 


Operating Frequency: 14.2835 MHz 


2: 
Oi 


VCO Frequency: 62.3335 MHz 


PTO Frequency: 
5.05 MHz + 0.2835 MHz = 5.3385 MHz 


+ 40.0000 MHz 
45.3335 MHz 


Variable Reference Frequency: 


+N Input Frequency: 
62.3335 MHz -45.3335 MHz = 


17 MHz 


+N Output: 3 Mz 


(Load number = 34) 


it can be seen from the above that each time the 
+N load number is increased or decreased by one. 
the VCO frequency will be forced to change by 
500 kHz to satisfy the phase detector and maintain 
a locked condition. By the same token, as the PTO 
is tuned, the VCO must follow exactly to maintain 
phase lock 


The DR-7 Frequency Display module contains 2 
counter with a six digit LED readout. In the nor- 
mal mode, this counter is connected to the VCO 
output and is programmed to subtract 48.05 MHz 
from the resulting count. In this manner. operating 
frequency is displayed on the LED readout. In the 
external mode, the 48.05 MHz subtraction is re- 
moved, and the counter input is connected to the 
rear panel counter input jack, resulting in a 150 
MHz six digit counter for test purposes 
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Figure 4-1. TR-7 Black Diagram 
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5-1. SERVICE INFORMATION. 


The TR-7 Transceiver utilizes sophisticated cir- 
cuitry which requires elaborate test equipment for 
troubleshooting. It is therefore suggested that any 
unit displaying abnormal operating characteristics 
be returned to the R. L. Drake Company or an 
authorized service center. 


Before returning the unit for repair, remove the 
cabinet wraparound and bottom cover. Check for 
broken or pinched wires, blown fuses, and be sure 
that all circuit boards are properly seated in their 
respective sockets. Check all external connections 
to be sure that the transceiver is properly inter- 
connected to other equipment. 


If problems still persist, advise the factory of the 
difficulties and obtain authorization to return the 
unit for service. Address your request for authori- 
zation to: 


R. L. DRAKE COMPANY 

540 Richard Street 

Miamisburg, Ohio 45342 

ATTN: Customer Service Department 


Telephone: (513) 866-3211 
Telex No,: 288-017 


A detailed service manuai, containing alignment 
instructions, schematic diagrams and troubleshoot- 
ing information is available from either of the 
above addresses. 
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